Message 


From: Merriman Henry [hmerriman@facii.umass.edu] 

Sent: 6/9/2008 7:54:10 PM 

To: Bart Dick [dbart@ads.umass.edu]; rmb@gainc.com; edwardc@schoolph.umass.edu; pcromack@nre.umass.edu; 

pgoodhind@schooiph.umass.edu; howe@geo.umass.edu; Saiiy Sves [sives@bio.umass.edu]; 
ajabionki@contractingspeciaiists.com; Chris Musorofiti [cm@gainc.com]; Maryanne Steeie 

[msteeie@ehs.umass.edu]; mweiis@microbio.umass.edu; Stevenson, Aiian (DPH) [Allan.Stevenson@state.ma.us]; 
miw@geo.umass.edu; mkeedy@bio.umass.edu; jcobb@facil.umass.edu; Hanchett, James (DPH) 

[James.Hanchett@state.ma.us]; Popstefanija, Marija (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/QU-MASSMAiL-Ol/CN^REGPiENTS/CN-MARIJA.PGPSTEFANIJA] 

Subject: Morrill Facade Repairs UMA08-35 - job meeting 6/11 @ 2:30P - Morriii 3 - rm 215 

Hello all, 

There will be a regular job meeting Wednesday June 10th at 2:30 in the afternoon. Conference room 215 in Morrill 3 has 
been reserved. 
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